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12 July 1954 


MEMORAMDUM FOR THE MEMBERS CF USCIB ; 

Subject! USCIB 13.2/22 dated 9 July 1954. 

The information contained in subject paper was erroneous 
and based on a misunderstanding. Accordingly subject paper 
should be filed wilJiout further action. 


Exq/^ive Secretary, USCIB 
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